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1. REF A STATED THAT PROBLEM EXISTED IN VACUVATOR OPERA- 
TION. REF B OFFERED AID/W ASSISTANCE IN PROVIDING INVI- 
TATIONAL TRAVEL ORDERS TO DUNBAR KAPPLE EMPLOYEE IF 
SOCOPAO COULD DEMONSTRATE SERIOUS INTEREST IN VACUVATOR 
OPERATION AND TRAINING PERSONNEL TO OPERATE SUCH MACHINERY. 

2. REF D AGAIN RAISED QUESTION. AID/W STANDS READY TO 
PROVIDE TDY TECHNICIAN BUT STRONGLY REQUESTS ASSURANCE 
THAT SOCOPAO WILL ASSIGN PERSONNEL WITH MECHANICAL APTITUDE 
AND INTEREST TO FULLY UTILIZE THIS TYPE INSTRUCTION AND 
SUPERVISION. INVITATIONAL TRAVEL ORDERS ISSUED WOULD 
AUTHORIZE HIRE OF AN INTERPRETER WILLING TO ACCOMPANY 
TECHNICIAN INTO THE HOLDS OF SHIPS, ETC. 

3. WE WISH TO STRESS IMPORTANCE OPTIMUM USE VACUVATORS, 
ESPECIALLY SINCE LARGE AMOUNTS US GRAIN DUE TO ARRIVE 
AFRICAN PORTS SEPTEMBER-NOVEMBER. AID/W INTENT IS THAT 
PROPOSED VISIT WILL RESULT IN MORE EFFICIENT USE THIS 
MACHINERY, I.E. REDUCE POWDERING OF GRAIN, ETC. KISSINGER 
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